A.  No, I do not.

Q.  Do you know what the switch was for?

A.  It's a typical pump switch.  That's what it's
used for.  As far as I know/ that's all it is used
for, that type of a switch.  Permissible type

switch,

On cross-examination/ Mr. Montgomery stated that he did
not look at the "call out report" in question before going
into the mine the day the citation was abated, and he did
not know whether Mr. Mitsko had reviewed the report.  He
confirmed that the report does not state that a nonpermissitale
switchbox was located at the face or working place (Tr. 223) .

In response to further questions, Mr. Montgomery confirmed
that he was present when the nonpermissible switchbox was
replaced with a permissible one.  He indicated that the
mantrip in question holds 18 men, and that he saw a permissible
switch being carried from the mantrip to the section, and
later found out that it was the same switch used to abate
the citation.  He believed that Inspector Nelson may have
mentioned the fact that he saw the switch on the mantrip
(Tr. 225),  Mr. Montgomery did not know whether Inspector Smith
saw the switch on the mantrip (Tr. 225) .

Mr. Montgomery confirmed that he was not with Inspector Smith
at the time he first observed the cited condition, but was
with Mr. Nelson, and he explained what transpired as follows
(Tr. 226-22S);

JUDGE KOUTRAS:  Where were you and Mr. Nelson?

THE WITNESS:  We were in the crosscut.  In the
#8 room.  Not the furthest one inby, the next
one.

JUDGE KOQTRAS:  And, when the mantrip stopped,
and you all got off, you saw someone carrying
a box?

THE WITNESS:  Right.

JUDGE KOUTRAS:  You didn't have the faintest idea
what they were doing with that box at that time?

THE WITNESS:  No,

JUDGE KOUTRAS:  Sometime later in the morning,
when you encountered Mr. Smith, he told you
that he was issuing an Order and a Citation on

560e switchbox for
